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S3 Discharge Schedule Planner 


SR 
£ 


Hired 
Manager al T 
RN 0.9 0.9 
RN 0.9 0.9 
RN 0.8 
RN 0.8 
RN 0.6 0.6 
RN 0.8 
0.25 
1 
OA 0.9 
0.6 
PCT 0.8 
0.9 
0.25 
need 10.5 3.4 
hired 
Weekends 
RN every 3rd 
PCT Q. other 
OA Q. other 


